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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 STATE 137479 
ORIGIN PM-05 

INFO OCT-01 EUR- 12 CG-00 ISO-00 DOTE-00 L-03 CIAE-00 
INR-10 NSAE-00 DODE-00 SSO-00 INRE-00 /031 R 

DRAFTED BY PM/ISO:WHMOORE:DME 
APPROVED BY PM/ISO:GTCHURCHILL 
USCG:CDR J.COSTELLO 
L/PM:MJMATHESON 
EURAVE:VBROD 

026085 311917Z/41 

OR311853Z MAY 78 
FM SECSTATE WASHDC 
TO AMEMBASSY ROME IMMEDIATE 
INFO AMCONSUL NAPLES 
USCINCELR VAIHINGEN GERMANY 
COAST GUARD WASHDC 0250 
COMCOGARD ACT EUR LONDON 


LIMITED OFFICIAL USE STATE 137479 


E.O. 11652: N/A 


TAGS:MARR, IT 


SUBJECT: LORAN-C MONITORING STATION - CAPO RIZZUTO 


REP: ROME 9536 


DEPARTMENT CONCURS WITH DRAFT PROTOCOL LANGUAGE. 


CHRISTOPHER 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, LORAN, MONITORING FACILITIES, MILITARY AGREEMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 31 may 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 37479 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WHMOORE:DME 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780227-1110 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978052/aaaaabhc.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: a4beba96-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN PM 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 ROME 9536 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2571347 
Secure: OPEN 
Status: NATIVE 

Subject: LORAN-C MONITORING STATION - CAPO RIZZUTO 
TAGS: MARR, IT, US 
To: ROME 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a4beba96-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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